Complete Guide to the MOH Exam 
and Licensing Process 


The MOH Exam is a critical requirement for healthcare professionals who want to 
work in the UAE. The exam is administered by the Ministry of Health and 
Prevention (MOHAP) and is necessary for obtaining a professional license to 
practice in various healthcare fields, including nursing, pharmacy, and 
laboratory technology. In this guide, we will explore the details of the MOH 
exam, the syllabus for different healthcare professions, and the steps required to 
pass the exam and obtain a license. 
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1. What is the MOH Exam? 


The MOH exam is a regulatory exam required for healthcare professionals who 
wish to work in the UAE. The exam ensures that candidates have the necessary 
knowledge, skills, and qualifications to provide safe and effective healthcare. 


e Purpose of the Exam: To assess the competency of healthcare 
professionals and ensure they meet the standards required by the Ministry 
of Health to practice in the UAE. 

e Scope: The exam applies to a wide range of healthcare professionals, 
including nurses, lab technicians, and pharmacists. 


The exam process includes credential verification, an online or in-person 
exam, and final licensing, all overseen by the Ministry of Health and Prevention 
(MOHAP). 
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